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1.. In D'*' 1 1953 about 18,200 UGH 81 tubes from the HF Works, Berlin-Ober- 

achoneweide were delivered to the Soviet Union, The tubes are not available 

d™ tj ^ e ^ erman production /sis? /(believed to be going to the U3Sa_/ of the 
at i plants . 

2, The research department for electronio technique at Berlin-Friedrichshafen 

has been put under the authority of the Volk 3 polizei by the Soviet authority. 
Scientifically it works in cooperation with the HF Works, 


- end - 

LIBRARY SUBJECT 4. AREA CODES 

650.3 4 m/c 
7- 1 2/744.71 1 4 m / c ( n ) 

7-11/744,71, N ( JM } 


U.S. Officials Only 

SECRET 


DISTRIBUTION s^ STATE 


K 


JM 


K 


IX. 


FBI 


This report is for the use within the USA of the Intelligence components of the Departments or — 
Agencies Indicated above. It is not to be transmitted overseas without the concurrence of the 
originating office through the Assistant Director of the Office of Collection and DiMemlSSor? m 

Approved For Release 2000/09/01 : CIA-RDP81-01036R060T0013b061-0 





